AUTHENTICATED 
U.S. GOVERNMENT 
INFORMATION 

GPO 


PUBLIC LAW 114-134—MAR. 9, 2016 130 STAT. 299 


Public Law 114-134 
114th Congress 
An Act 


To designate the facility of the United States Postal Service located at 2082 
Stringtown Road in Grove City, Ohio, as the “Specialist Joseph W. Riley Post 
Office Building”. 


Be it enacted by the Senate and House of Representatives of 
the United States of America in Congress assembled, 


SECTION 1. SPECIALIST JOSEPH W. RILEY POST OFFICE BUILDING. 


(a) DESIGNATION.—The facility of the United States Postal 
Service located at 2082 Stringtown Road in Grove City, Ohio, shall 
be known and designated as the “Specialist Joseph W. Riley Post 
Office Building”. 

(b) REFERENCES.—Any reference in a law, map, regulation, 
document, paper, or other record of the United States to the facility 
referred to in subsection (a) shall be deemed to be a reference 
to the “Specialist Joseph W. Riley Post Office Building”. 


Approved March 9, 2016. 


LEGISLATIVE HISTORY—S. 1596: 


CONGRESSIONAL RECORD: 
Vol. 161 (2015): Aug. 5, considered and passed Senate. 
Vol. 162 (2016): Mar. 1, considered and passed House. 


@) 


Mar. 9, 2016 


[S. 1596] 


